



















Cat Clock 
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Cut out for a 3 %” 
clock insert. Use a 
hole cutter on a drill 
press for most 
accurate cut. Can 
be cut on the scroll 
saw also. 
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Make a base for the clock that is 21” 
long and 2 !4” deep. I used 3/4” stock 
for the base. 


Base 




